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CASTORS 


2 Castors with screw-fitted plates 
and locking brake 

2 Castors with screw-fitted plates 

Castors: diameter 75mm 

width 25mm 
total height 100mm 

Load 

capacity: 30kg per castor 

90kg maximum total 

Screw-fitted plate: 60 x 60mm 


Ball bearing joints 


Suitable for use on hard floors, 
e.g. tiles, laminate flooring 


Store the product 
away from children. 


ALDI guarantees that our exclusive brand products are 
developed to our stringent quality specifications. 

If you are not entirely satisfied with this product, 
please return it to your nearest ALDI store within 60 days 
from the date of purchase for a full refund or replacement. 

Made in China 

EASY HOME® is a registered 
trademark of ALDI Stores 

Distributed by: 

ALDI STORES, 1 SARGENTS ROAD, 
MINCHINBURY NSW 2770 

www.aldi.com.au 
N 5 .0418815 
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